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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live" 



^^Eti^^tt^ii i mH^Ns asar&«ai \Y z >#fr^\lV k &&&^^ 



IS 8621 (1977) 
Cutting tools] 




Jawaharlal Nehru 
'Step Out From the Old to the New' 



Retaining Screw for Milling Arbors [PGD 32 : 



■K^y / 1 juaaaws^fea rs^^TTF^ 



'2*S> W I *>S*V2^NK^ 



^frcvvv^ 



Satyanarayan Gangaram Pitroda 
Invent a New India Using Knowledge 
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Bhartrhari — Nitisatakam 
"Knowledge is such a treasure which cannot be stolen" 
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PROTECTED BY COPYRIGHT 



AMENDMENT NO. 1 MARCH 1989 
TO 
IS : 8621 - 1977 SPECIFICATION FOR RETAINING SCREW FOR 

MILLING ARBORS 

( Page 2, Explanatory Note ) — Add the following in the end: 

' The wrench used for tightening of retaining screws shall be as given in IS : 11379-1985. ' 



( EDC 45 ) 
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Indian Standard 

SPECIFICATION FOR 
RETAINING SCREW FOR MILLING ARBORS 



1. Scop* — Covers the dimensions arid requirements for retaining screw for stub milling arbors. 

2. Dimensions 
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x according to IS : 1360*1075 ' Dimensions of screw thread run-outs and under-cuts '. 
t according to IS : 1368-1067 ' Dimensions of ends of bolts and screws ( first wltlon ) ' 

All dimensions In millimetres. 
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* Referred to pitch diameter of thread. 
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3. Designation 

3.1 A retaining screw for etub arbor with right-hand metric thread M12 and conforming to this 
standard shall be designated as: 

Retaining Screw M12 IS : 8621 

3.1.1 When retaining screw with left-hand threads are required, the lettere LH shall be added in 
th* designation immediately after the nominal size of the thread. 
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4. General Requirements 

4.1 Retaining screws shall be supplied with right-hand threads, unless otherwise specified. 

4.2 Tolerances for threads shall be 6g according to IS: 4218 ( Part V)-1976 ' ISO metric screw 
threads: Part V Tolerances '• 

4«S Other requirements according to IS: 8611-1977 'Technical eupply conditions for milling arbors 
and accessories \ 

8. Marking — Retaining screws with left-hand threads shall be marked with the letter LH at the 
position shown In the figure, for easy identification. 

8.1 ISI Certification Marking — Details available with the Indian Standards Institution. 



EXPLANATORY NOTE 

ln_the ^preparation of this standard considerable assistance has been- derived from DIN 

fraserdorn 
Normung. 
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— « •■■ "iy m«*h«"»«w" vi wis sumuara consiaeraoie assist 

6887*1972 • Fraseraniuqaechrauben fiir Aufsteckfrassrdorne • (Cutter retaining screws for milling 
machine arbors) Issued by Deutecher Instltut 1Ur Normung. 
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